DENVER, COLO 


The RODEO COURT and HOTEL 

the largest and most complete in the Pikes 
Peak Region, is located on the Denver High¬ 
way (U. S. 85 and 87) at the north limit of 
Colorado Springs. Cottages are of various 
types ranging from one to five rooms, with 
steam heat kitchenette or regular sleeping 
rooms, toilet, shower-bath, or tub, completely 
furnished. Hotel rooms air conditioned. The 
court provides its guests with hot and cold 
showers, restaurant, curios, filling station, 
electric lights, gas, pure mountain water and 
delightful mountain scenery. Cottages $1.00 
to $6.00. Sightseeing trip in connection. 

Open year 'round — Pikes Peak always in sight 
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RODEO COURT and HOTEL 

80 Modern Cottages — Air Conditioned and Steam Heated 
NORTH END OF COLORADO SPRINGS 
On Denver Highway U. S. 85 and 87 













